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MEMORANDUM FOR: Deputy Director for Administration 
FROM : 

Acting Director of Personnel 


SUBJECT 


Office of Personnel Report - 
Week Ending 24 January 1979 


25X1A 

7- Anti- Agency Ac tivity : reports 

that she was confronted on 2 3 January 19 79 by anti- CIA 
demonstrators in the Engineering Placement Office at Ohio 25X1A 
State University. The demonst rators shoute d "CIA out of 
Iran" and poured red paint on They then 

blocked her exit from the office. Campus police were 
called, brought her to their office, and later escort ed 
her safely off the campus. According to the 25X1A 

demonstrators were members of the Communist Revolutionary 
Youth Brigade. They are not students at the university. (U) 


2 . Position Management Workshop : 
of the Position Management and C ompen^^H^)^^^or^>en^ecl 
as coordinator and was assisted by^^^P^H£H^HPHpH£MKp 

first of a serie^^^^w^ksr^p^l^^^^^^tTu 
on the test and validation of the 
proposed Supergrade Factor Evaluation System. This workshop 
involved active participation by six senior officials from 
NFAC whose interest levels were high, and whose critiques of 
the criteria and methodologies employed in the system were 
constructive. (C) 
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3. Vacancy Notice Stuffer: The proposed check stuffer 
on the Vacancy Notice System is now with Graphic Arts, Office 
of Logistics, for application of their expertise in design. 
(U/AIUO) 
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4. Comptroller's Meeting: Acting 25X1 A 

Director of Personnel, Chief, Plans 

and Review Staff, attended the monthly Comptroller's 25X1A 

Meeting on 24 January 1979 to discuss various Agency 
personnel matters. (U/AIUO) 

5. Household Effects : The Baltimore dispatch agent 
has advised that he expects to receive from the adjuster 
a list of individuals whose household effects are aboard 
the U. S. Lines ship "American Sioux." The ship ran 
aground during the latter part of 1978 and, being a feeder 
ship operating in the South Pacific, the dispatch agent had 
been unable to obtain a confirmed list of those whose house- 
hold effects are involved. To date, the cargo has not been 
removed and its condition is unknown. To our knowledge, 
through information form cables to the EA Division, there 

are three Agency employees whose household effects are aboard 
the ship; however, no determination regarding settlement of 
claims can be made until the condition of the cargo is known. 

(C) 


6. Educationa l Aid Fund: To date, 106 Educational Aid 
Fund applications have been distributed to 86 Agency sponsors. 
(U) 


7. Savings Bonds: Campaign material has been ordered 
and_ preparations are under way to begin this year's U. S. 
Savings Bonds Campaign. Actual dates of the Campaign have 
not yet been set by the Treasury Department but they have, 
in the past, been in April/May. (U) 

8. Suggestion Box : No suggestions were received this 

week. The total number of suggestions received since the 
program began on 15 June 1977 is 69. (U) 

9. Voluntary investment Plan : As of this date the 
current unit values for the Voluntary Investment Plan funds 
are as follows: 

Growth Fund - $ 9.62 
Income Fund - 15.44 (U) 

10. Rehired Annuitants : See attached report. (S) 
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COMING EVENTS : 

m Annual GEHA Meeting: The Annual GEHA Meeting 
will be helcTTn the Headquarters auditorium on Monday, 

29 January 1979, at 2:00 p.m. (U) 

( 2 ) Supergrade Factor Evaluation System : 
mg| of the Position Management and Compensation Division is 
selecting and editing position descriptions for use in test- 
ing and validating the proposed Supergrade Factor Evaluation 
System workshop for I)D0 offices scheduled for the WpMPHBj 

20 “ 22 February 1979. (C) 

( 3 ) Military Reserve Meeting : Mr. Carlucci will speak 
to the Agency's Military Reservists at 1745 hours, on Monday, 
29 January 1979, in the Headquarters auditorium. (U) 



Att 


Distribution : 
Orig. § 2 - 
1 - 
1 - 
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Addressee 

DD/Pers/SP 

DD/Pers/R^P 

DD/Pers/P6jC 

Chief, SAS 

D/Pers Chrono 

D/Pers Subject File 


EA-D/PersJ 


dmw 


(25 Jan 79) 
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3 January 1979 


WEEKLY REPORT OF REHIRED 
FOR THE AGENCY 


CIVILIAN ANNUITANT ACTIVITIES 
(17-23 January 1979) (U) 


** The following rehired civilian annuitant cases were approved by 
the Deputy Director for Administration as new hires: (U) 7 


DDA 



Contract Employee, Office of Personnel, 
effective 18 January 1979. (U) 


- Independent Contractor, SE Division, 

effective 1 December 1978. (S) 

• Independent Contractor, SE Division, 
effective 1 December 1978. (S) 

- Independent Contractor, SE Division, 

effective 1 December 1978. (S) 

- Independent Contractor, SE Division, 
effective 1 December 1978. (S) 

hired civilian annuitant cases were approved for 
'irector for Administration: (U) 


Independent Contractor, ORPA, 
one-year extension. (U) 


Independent Contractor, CCS, six- 
month extension. (S) 

Independent Contractor, EUR Division, 
one -year extension. (S) 


lired civilian annuitant cases were terminated: (U) 


- Independent Contractor, AF Division, 
terminated 9 December 1978. (S) 

- Independent Contractor, SE Division, 
terminating 22 February 19.79. (S^ 61 ’ 74g 
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